THE VIRGINIA HOTEL 

1220 —4th STREET, NORTH 
ST. PETERSBURG, FLORIDA 


Modern - Inexpensive - Good Beds - Oil Heat 


W. E. Hockett, Manager 
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VIRGINIA HOTEL — In The Sunshine City 

















